
0.0. Bosbyshell.Esq., 

Supt* United States Mint, 

Philadelphia, Pa. 

Dear Sir! — 

Your letter of the 4th. inst. returning our bill for explana¬ 
tion received. We would state that the blow off cocks returned are of no 
use to us for new blow off cocks. They would not be acceptable when sent 
out with new Boilers; we will therefore either return them to you as they 
are, or have them re-packed and put in good condition and return them,if 
you wish. 

Referring to the bill,we would state that the items as here 
charged are merely for the material and do not include the work that has 
been done in the shop on them. 

At the bottom of the bill,you will find a distribution of the 
labor as taken directly from our time cards. The men that were working 
at the Mint were allowed and paid by us for eleven hours per day. We here 
have the total number of hours^woik done at the Mint as 354&3/’2 # and 28 
hours work done in the shop. 

We would say that we do noj^u^jderstand how your engineer can 
only claim 26 days when our time cards^so much more. The item of labor 
includes the actual cost of the labor to us together with its proportion 
of the general expenses of the works. We also note you have crossed the 
item of candles; these were needed in the boiler while cleaning it,and 
owing to the difficulty we had getting these boilers cleaned,necessarily 
consumed a very large number of them. 

Referring to the 10 % added to the bill,would say,that it is 
only a fair and ordinary profit as asked for by any manufacturer for out¬ 
side woik. It is a disadvantage for us to send our men out when we are paid 
only for their labor and expenses; if these men were working in our shop, 
we would anticipate getting some profit out of their labor,and we feel 
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that "we are entitled to at least 10# profit on this out-side work. 
■ Hoping this explanation will be satisfactory,we ronain. 

Yours truly, 

? 4 Dictated to Short 
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[Abstract:] Explaining bill for repairing boiler in U.S. Mint Phila. 

Edge Moor Iron Company 
(P.O. Wilmington Del.) 

Edge Moor, August 5 th . 1890. 

O.C. Bosbyshell, Esq., 

Supt. United States Mint, 

Philadelphia, Pa. 

Dear Sir: - 

Your letter of the 4 th . inst. returning our bill for explanation received. We 
would state that the blow off cocks returned are of no use to us for new blow off 
cocks. They would not be acceptable when sent out with new Boilers; we will 
therefore either return them to you as they are, or have them re-packed and put 
in good condition and return them, if you with. 

Referring to bill, we would state that the items as here charged are merely 
for the material and do not include the work that has been done in the shop on 
them. 

At the bottom of the bill, you will find a distribution of the labor as taken 
directly from our time cards. The men that were working at the Mint were 
allowed and paid by us for eleven hours per day. We here have the total number 
of hours of work done at the Mint as 354 & >2 and 28 hours work done in the 
shop. 

We would say that we do not understand how your engineer can only claim 
26 days when our time cards show so much more. The item of labor includes the 
actual cost of the labor to us together with its proportion of the general expenses 
of the works. We also note you have crossed the item of candles; these were 
needed in the boiler while cleaning it, and owing to the difficulty we had getting 
these boilers cleaned, necessarily consumed a very large number of them. 

Referring to the 10% added to the bill, would say, that it is only a fair and 
ordinary profit as asked for by any manufacturer for outside work. It is a 
disadvantage for us to send our men out when we are paid only for their labor 
and expenses; if these men were working in our shop, we would anticipate 
getting some profit out of their labor, and we feel 
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that we are entitled to at least 10% profit on this out-side work. 
Hoping this explanation will be satisfactory, we remain, 
Yours truly, 

H.B. Barford 
Superintendent. 



